COLOR AND ITS APPLICATIONS

TABLE  X

Data of Koenig and Brodhun on Brightness Sensibility as
Recalculated by Nutting

Wavelength = B0=
	= 0.670ju = 0.060
	0.605M 0.0056
	0,676ju 0.0029
	0.606/* 0.00017
	0.470^ 0.00012
	0.430M 0.00012

Meter Candles
	
	
	5B B
	
	
	

200,000
	
	0.0425
	
	
	
	

100,000
	
	0.0241
	0.0325
	
	
	

50,000
	0.0210
	0.0255
	0.0260
	
	
	

20,000
	0.0160
	0.0183
	0.0205
	0.0195
	
	

10,000
	0.0156
	0.0163
	0.0179
	0.0181
	
	

6,000
	0.0176
	0.0158
	0.0166
	0.0160
	
	

2,000
	0.0165
	0.0180
	0.0180
	0.0175
	0.0180
	

1,000
	0.0169
	0.0198
	0.0186
	0.0184
	0.0167
	0.0178

600
	0.0202
	0.0235
	0.0180
	0.0194
	0.0184
	0.0214

200
	0.0220
	0.0225
	0.0226
	0.0220
	0.0215
	0.0245

100
	0.0292
	0.0278
	0.0269
	0.0244
	0.0225
	0.0246

60
	0.0376
	0.0378
	0.0320
	0.0252
	0.0260
	0.0272

20
	0.0445
	0.0460
	0.0385
	0.0295
	0.0320
	0.0345

10
	0.0665
	0.0610
	0.0582
	0.0362
	0,0372
	0.0396

6
	0.0918
	0.103
	0.0888
	0.0488
	0.0464
	0.0494

2
	0.1710
	0.167
	0.136
	0.0665
	0.0715
	0.0600

1
	0.258
	0.212
	0.170
	0.0804
	0.0881
	0.0740

0.5
	0.376
	0.276
	0.208
	0.0910
	0.096
	0.0966

0.2
	
	0.332
	0.268
	0.110
	0.127
	0.116

0.10
	
	
	0.396
	0.133
	0.138
	0.137

0.05
	
	
	
	0.183
	0.185
	0 154

0.02
	
	
	
	0.261
	0.209
	0.223

0.01
	
	
	
	0.271
	0.189
	0.249

0.005
	
	
	
	0.325
	0.300
	0.312

0.002
	
	
	
	
	
	0.369


	
	
	
	
	
	

The value of the minimal perceptible increment
depends largely upon the method of making the
measurements. Usually the brightness of one of the
two parts of the photometric field is varied until it
appears just perceptibly brighter or darker than the
comparison field. This procedure yields values ofare mixed to match the light from  D.    F70
